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Summary: Transcripts of all of the Installation's monitors. Hilarity 
will ensure. 


1. LOST 

LOST 

LOST. LOST. LOST 

L Reclaimer has -anded LOST 

00-0 The Ship will be lifted off to protect it. 

L take LOST 

00-0 Where is you're current location. 

L Gard- Ede- LOST 

00-0 Affirmative. 

L Sav— aC | aC ! aC ! aC ! aC ! aC ! P leas— aC ! aC ! aC ! LOST 
00-0 You're request has been logged. 

L I wi— aC | aC ! aC ! aC ! to ... aC ! aC ! aC ! dieaC ! aC ! aC ! LOST 

2. 01211853 

01 

01.21.1853 


04-343 What are you doing on my Instillation?! 



07-117649 Parasite outbreak to large to contain. All AI and defense 
systems have been sent to Instillation 04 

04-343 Calamity! What are we to do! 

07-117649 00-0 has activated a charge to terminate the ring. He has 
started construction with a new one. 

04-343 That's a good idea. 

07-117649 All Monitors to report in to the Ark about containment 
protocols soon. 

04-343 I'll shall have it ready. 

3. 05191958 
05 

05.19.1958 

00- 0 Progress. 

01- 1 Containment Normal. 

02- 7 Containment breach. Small. Defenders have been 
dispatched . 

03- 49 Flood Abandoned Instillation 50,425 Local Years Ago. 

04- 343 All is well here! I am a Genius. 

05- 2401 ERROR/Sub Monitor 05-CS10 To respond. 

05- CS10 Parasite Outbreaks over lab. suspected to control most of the 
rings underground. 

06- 16807 Flood Abandoned Instillation 60,345 Local Years 
Ago . 

07- 117649 Instillation has been over run. No longer exists. Now 
residing with 04-343 

4. 11022007 

11 

11 . 02.2007 

04-343 Arrays set to fire once Reclaimer activates the 
Ark . 

07-117649 Our makers work shall be done. 

04-343 This process will take 546 Local Years. 

07-117649 No Matter. My Instillation will be ready to fire by 
then . 



05-032 You're intrusions have been logged. 

04- 343 I beg you- 

05- 032 You're intrusions have been logged. 

07-117649 Purge banks 483-7384. 

05-032 You're intrusio- 

04-343 Done. Reclaimers work set in progress. 

00- 0 Evacuation Started. 

01- 1 Reclamation Started. 

02- 7 Reclamation Started. 

03- 49 Reclamation Started. 

04- 343 Reclamation Started. 

05- 2401 Reclamation Started. 

06- 16807 Reclamation Started. 

07- 117649 Reclamation Started. 

00-0 Array set to fire in 546 Local Years. 

5. 05052040 
05 

05.05.2040 

04-343 I would like a report of the generators. 

07-117649 All is well. 

04-343 Excellent! I knew that this would work! 

07-117649 You are indeed a genius 04-343 

04-343 Our makers always did put 2 more Local Years in my creation 
than the others . 

07-117649 Indeed. 

00-0 IMMIDEATE RESPONE FROM 07-117649! 

07-117649 Present. 

00-0 YOU ARE 34 LOCAL YEARS LATE. INSTILLATION 07 IS 
OPERATIONAL. 

07-117649 I do not have sufficient power on this Instillation to 
transport myself to the Ark. 



00-0 World 563F- 00 e75 is a Shield World. It's Moni 
transfer you to the Ark. 

07-117649 Time of Travel is 24 Local Years. 

00-0 The Portal shall be open in 25 Local Years. 
04-343 Oh dear. 

End 
f ile . 


tor shall 



